From: Lefkin, Howard <Howard.Lefkin@umassmed.edu> 

Sent: Friday, December 14, 2007 8:27 AM 

To: Caloggero, Dina (DPH) 

Cc: Buckley, Donald (DPH); Borne, Alan (DPH); Hennigan, Scott (DPH); Ridley, Stephen 

(DPH); Clemmer, Jill (DPH); Salemi, Charles (DPH); Elvin, Paul (DPH); Gauthier, Cheryl 
(DPH); Nassif, Julianne (DPH); Han, Linda (DPH); Smole, Sandra (DPH); Szymczak, 
Elizabeth (DPH); Nawn, Kathleen (DPH) 

Subject: RE: Upcoming Hood Certifications 

Attachments: Hoodlnventory_dec2007.xls 


Attached is the current fume hood/biosafety cabinet inventory. Pleas check for accuracy and let me know if there are any 
changes. 

Thank you, 

Howard 

Howard Lefkin, MS, CSP 
EH 81 S Manager 

University of Massachusetts Medical School - JP 
305 South St. 

Jamaica Plain, MA02130 
617-983-6207 


From: Caloggero, Dina (DPH) [ mailto:Dina.Caloggero@state.ma.us1 
Sent: Thursday, December 13, 2007 3:29 PM 
To: Lefkin, Howard 

Cc: Buckley, Donald (DPH); Borne, Alan (DPH); Hennigan, Scott (DPH); Ridley, Stephen (DPH); Clemmer, Jill (DPH); 
Salemi, Charles (DPH); Elvin, Paul (DPH); Gauthier, Cheryl (DPH); Nassif, Julianne (DPH); Han, Linda (DPH); Smole, 
Sandra (DPH); Szymczak, Elizabeth (DPH); Nawn, Kathleen (DPH) 

Subject: Upcoming Hood Certifications 

Importance: High 

Hi Howard, 

Sorry I am late getting back to you on this. You need to contact the DPH staff I copied on this e-mail for the hood 
certifications. I listed the people that have hoods in restricted areas below. In the past, Lana sent out the hood inventory 
list for staff to review just in case a hood was discarded or a new hood was installed. 

Scott Hennigan, 4W, 7E & W and 8W 
Jill Clemmer 3E 
Chuck Salemi 3W 
Cheryl Gauthier 4E 

Please give me a call if you have any questions....Dina 
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From: Lefkin, Howard rmailto:Howard.Lefkin@umassmed.edu1 
Sent: Tuesday, December 11, 2007 1:01 PM 
To: Dina Caloggero 
Subject: Hoods 

Dina, 

B&V Testing will be performing the semi-annual chemical fume hood and biosafety cabinet certifications during the week 
of 12/17 - 12/21. Can you please alert the affected groups that this activity will be occurring? 

Thank you very much. 

Howard 

Howard Lefkin, MS, CSP 
EH&S Manager 

University of Massachusetts Medical School - JP 
305 South St. 

Jamaica Plain, MA02130 
617-983-6207 
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